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CONFIDENTIAL 

I. FINANCIAL 


Amount Authorized 

$ 5,000 

Funds 
( As 

Expended 

of July 28, 1957) 

106 

Funds 

Committed 

90 

Funds 

Remaining 

4,804 


II. STATUS 

Ibvestiqation of Remote Control Problem 

Practices used in power distribution systems which 
are pertinent to this investigation are being studied. Several 
types of relays which show promise are being procured for test 
and to use as a basis for detailed study and development. Test 
equipment for investigating propagation of various types of 
control signals over power lines is being accumulated. 

Contacts have been established with several people who 
may be able to contribute to this project. 
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